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1. The drawings and specs fo j i ation contract and the 
grounds maintenance contract, fet | have been reviewed 
with the following comments: 

Water line installation 


. Specifications for cast iron pipe, Section 15A-page 2, require a working pres- 
sure of 250 p.s.i. This should be changed to require a test pressure of 250 p.s.i. 


Grounds maintenance 
a. Minimum distance should be specified for mowing around pond, fire trails, 
and gravel roads. Distance could be in feet or to a boundary such as wooded area. 
Specify the degree of clean-up of grass and trimmings for roads and walks. 
Specify a maximum height for grass after each cutting. 
Specify a minimum distance from the entrance road for leaf removal. 
. Indicate locations of chain link fence, 
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